Sanitized Copy Approved for Release 2010/06/08 : CIA-RDP65-00523R0001 001 80078-8 


25X1 


25X1 


25X1 


S915Z 28 NOV SQ 


S' E C R E T 


director’ 





BPD ( 0) 
S/C ui) 

DL 

TOR 1930Z 28 NOV 60 


OXCART 

TO JOHN PARANG05XY 
FM 



R 0 U I I N E 


IN 37767 


1245 


r<5 - G 


REQUEST AUTHORITY TO SPEND FUNDS IN CATAGORY 2 / /__ 

AND 3 AS FOLLOWS 8 CATAGORY 3$ ITEM 1, REHABILITATION 
BUILDUP AND CHECKOUT OF 3ENDIX S-BAND SYSTEM 
TO BE USED AS PRIMARY DATA ACQUISITION FOR REMOTE 
LOCATION. Mas $32,500, LABOR $8,000, TOTAL $40,5008 
ITEM 2 BUILDUP AND CHECKOUT OF % TO 2 KMC MODEL RANGE 
SYSTEM, MAS $3,100, LABOR $7,000, TOTAL $10,?,00 o 
ITEM 3 PROTOTYPE BUILDUP OF 4 CHANNELS OF SQUOD TO 
REPLACE BOXCARS AND PROVIDE GREATER RELIABILITY OF 
DATA. MAS $1,050, LABOR $3,250, TOTAL $4,300. 

CATAGORY 2% ITEM 1 FEAS ABILITY, AND LIAISON ENGINEERING 
ON SELECTION OF LARGE DISH SITE FOR REMOTE OPERATION. 

LABOR $1,500, TRAVEL $500, TOTAL $2,000, DETAILED LETTER 
OF EXPLANATION FOLLOWS « 
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